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Appointment of Acting Premier 16 Sept 1955 


mriNDir information Evaluation: B,C,?-3 

Cable from ) 

Source: American Businessman in Tokyo (B) from Japanese 
journalist (C) from Japanese t C ' (?) 

Date of Info: May 1954 

THE FOLLOWING IS PARAPHRASED 
(Ichiro) 

The appointment of HATOTAMA as acting Premier has been changed to OGATA Taketora . 
The reasons for this change are: 1) Mrs. HATOIAUA leaked the plan which dis- 
pleased the TOSHIDA men; 2) Hearing of the plan, ISHIBASHI Tanzan and KISHI 
Shinsuke started plotting to form a new party during TOSHIBA* s absence, displeas- 
ing TOSHIDA still more. 

Note: The "B" evaluation of Japanese £ 3 on direct contact 

between him and KUBARK officers* 


JHIS IS ALL THE INFORMATION PERTINKit 
TO TH£ SUCJLCT IN THIS DOCUMENT. 


. FIUE THIS FORM IN Flic NO. 


CROSS REFERENCE FORM 



BBWB 5%^MPTIOMS Section 3(b) *•••— 

NAZI V^AR, CRIMES DISCLOSlOPlE^ACT 

( 2 V . (B) Metliods/Sources 
(2)(G) roreign Rolations □ 


i ^'d^sified and Approved for Release 
3 uie central Intelligence Agencv 
Date: 













